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the determination then completed.    In the final stages of the
adjustment the galvanometer is used without a shunt, or at any

Fig. 65.

'Kg. 66.

rate, with'its sensitiveness increased to meet the necessities of
the case.

It  may happen that the position of  absolute balance lies
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